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ABSTRACT 

A new 3D blade row geometry package was developed and implemented. In 
the new representation the blade is described by six Bezier surfaces two of which 
represent the pressure and suction surfaces with sixteen points each. The leading 
and trailing edges are each represented by two Bezier surfaces. Only one extra pa- 
rameter is required (in addition to the pressure and suction surfaces parameters) to 
define each of the leading and trailing edge surfaces. Blade geometry manipulation 
in this format is easily implemented. A change to one surface location affects the 
surrounding area inversely proportional to the distance from the moved point, cre- 
ating a smooth variation in geometry, free of waviness. The geometry generated is 
easy to handle with CAD / CAM programs without any conversion or approximation. 

The representation was applied to an existing transonic fan geometry to investigate 
effects of sweep. Results were obtained for the effect of forward and backward sweep 
on the aerodynamic performance, and the associated effect on centrifugal stress levels 
was obtained. The investigation demonstrated the suitability of the package to be 
incorporated into a multi-disciplinary design optimization process. 
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I. 



INTRODUCTION 



One of the most challenging components to design in an aircraft engine is the 
fan. or the compressor. The compression system has to supply the engine with the 
required mass flow rate, pressure ratio and stall margin with the least possible losses, 
weight and frontal area. 

To satisfy the compressor design requirements, engineers have developed com- 
plex design systems and analysis tools. However, with the conventional design meth- 
ods being pushed to the limit, researchers have started to investigate new concepts 
that were not easy to investigate in the absence of the current computational tools 
several years ago. 

One of the concepts receiving considerable attention currently is sweep. It 
was introduced into transonic fan design to reduce the shock loss. Several early 
sweep attempts were reported, which had little success. More recent attempts have 
shown promise. However, the problem is not fully understood, and a clear isolation 
of sweep effects is not yet available. 

Viewing sweep as a promising concept, an attempt was made here to investi- 
gate the incorporation of sweep into the design process. The current design system 
was reviewed first to determine the best way to approach the problem. From that 
review it was concluded that the current design system is not suitable for the problem 
at hand specifically in the way that the geometry is handled. The geometry used in 
current design systems is a 2D representation of blade sections that can be moved cir- 
cumferentially or axially in the structural design phase. This would be unacceptable 
when designing with sweep. Moving the blade sections circumferentially after decid- 
ing on a sweep schedule will alter the flow significantly. The transonic flow through 
a blade row with sweep is essentially three dimensional. This led to the conclusion 
that a 3D blade geometry representation is badly needed if a rational 3D blade design 
procedure is to be developed successfully. 
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Bezier surface representation was found to be suitable for blade representation. 
Having few control parameters and offering flexible manipulation, it was viewed as a 
good choice for 3D blade geometry representation, one that might lead to 3D blade 
design optimization. The other significant advantage of the Bezier representation, 
besides being compact, is that it is read easily by CAD/CAM programs with no 
approximation. 

The representation was packaged in a form suitable for turbomachinery blad- 
ing and compatible with the existing design system. A test case was applied to prove 
the concept and determine the suitability of the package to the design problem. The 
representation was found to be very flexible and capable of rational geometry manip- 
ulation. It was also found that the blade design parameters used currently can be 
represented in terms of the Bezier parameters. 

The effect of sweep on blade row performance was investigated. The sweep 
was implemented in a manner that kept the blade parameters unchanged (maximum 
thickness, maximum thickness location, section profile, etc.). This was in contrast to 
previously reported sweep attempts that had to accept other changes to the design to 
meet steady and unsteady stress constraints. The geometry represented by the Bezier 
format was imported into IDEAS with no approximation, and a purely centrifugal 
stress analysis was conducted. 

The results of the test cases were that the swept-back rotor efficiency was 
better than the swept-forward, and the rotor pumped higher mass flow rate at the 
same speed and pressure ratio. The effects of sweep were qualitatively similar when 
changes were made to the leading edge within the grid generation software.. 

The geometry package still needs further development and the tools supporting 
it also need to be developed to be compatible (grid generation in particular). The 
obtained results are viewed as a proof of concept and not as a definitive study of the 
effects of sweep. 
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II. 



PROBLEM REVIEW 



Aircraft compressor design is a very complicated process; one that involves 
aerodynamic, structural, manufacturing and maintenance disciplines. Each of these 
introduces very tight constraints that limit the design space. In addition, the tools 
that are used in each discipline dictate what information is needed from the others. 
The ease of interfacing and data sharing is very critical. Usually, to go from one engi- 
neering or manufacturing group to another, a conversion and approximation process 
takes place. 

The aerodynamic design is necessarily limited to what analytical tools are 
available. Typically, the designer arrives at a geometry using analytical methods 
based on simplified models. He then verifies that geometry by analysis using avail- 
able computational tools. Design methods over the past decades have evolved from 
the use of very simple one-dimensional mean line models, to the incorporation of 
’’simple radial equilibrium”, to quasi-three dimensional (Q3D) methods for arbitrary 
flow paths. The quasi three-dimensional methods became practical when methods 
such as stream line-curvature for calculating the axi-symmetric through flow became 
available. 

Similarly, the computational analysis tools have evolved from two-dimensional 
potential plus integral boundary layer, to three-dimensional Euler plus differential 
boundary layer, to fully three-dimensional Navier-Stokes methods. The proven capa- 
bility of computational fluid dynamics (CFD) to reproduce complex three dimensional 
flow fields has recendy led to the use of expressions such as ”CFD design methods” 
and, even more recently, to the idea of trying to rationally optimize blade design to 
include ’’sweep” and ’’lean” as well as profile shape. In order to put the present work 
in perspective, a review is given of the classical Q3D and recent CFD design methods, 
and of published attempts to introduce sweep. 
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A. DESIGN METHODS 

1. Quasi Three Dimensional Method 

In 1952, Wu [Ref. 1] developed a general theory of three-dimensional flow 
in subsonic and supersonic turbomachines. It was for steady nonviscous rotational 
and irrotational flows. There was no limitation on whether the machine should be 
axial, radial or even of mixed flow type. The solutions of the direct and inverse 
problems were possible through the definition of a specific combination of relative 
stream surfaces. Referring to Wu’s illustration shown in Fig. 1, solving for the two- 
dimensional flow on two stream surfaces identified as Si and S2 equivalently solves the 
three-dimensional problem. Si represents the ’tangential-axiaF stream surface while 
S2 represents the ’radial-axiaF plane. In general, these surfaces can be of arbitrary 
shape to satisfy the equation of motion. The flow channel can have as many SI and 
S2 surfaces as the problem may require. An iterative procedure is used between the 
two surfaces to solve for the flow field. The solution on each surface updates the flow 
on the other surface. 

Since it was introduced by Wu, the Si and S2 method has been applied in 
different ways. Simplifications were introduced which varied from one method to 
another. Most of the methods used one S2 surface and several Si surfaces. The most 
widely used simplification is the assumption that the Si plane is axisymmetric. The 
assumption of linearly varying streamtube thickness and radial position allowed the 
omission of in-blade computing stations. On the other hand, an extension to the 
theory to handle rotational transonic flow has been reported [Ref. 2]. The use of a 
number of Si and S2 surfaces was also reported [Ref. 3]. 

The quasi-3D design approach [Ref. 4, 5, 6] is based on the Si and S2 formula- 
tion, using the assumption of axisymmetric Si surfaces and axisymmetric conditions 
between blade rows. First, given a mass flow rate, rotational speed and work, the 
annulus height and mean-line flow angles are determined using a one-dimensional 
mean-line method. Then a through-flow analysis is used to determine the span-wise 
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Figure 1. Intersecting S 1 S 2 Surfaces in a Blade Row [Ref. 1] 

variation of inlet and exit flow angles to the blading and the streamtube thickness 
variation. The blade section geometry, which is defined on the axisymmetric stream 
surfaces, is produced using blade-to-blade inverse or direct methods, or using empir- 
ical correlations. The design system is not fully analytic; it has to be complimented 
with experience and empiricism. The selection of loss coefficients, incidence angles 
and diffusion factors is normally based on correlations derived from experimental 
results. Such data are updated when test results for newly designed blading are 
available. Most design data are proprietary and not available in the open literature. 

In 1985, Jennions [Ref. 6] presented a Q3D blade design method that relied 
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on a Rolls-Royce database. The system consists of a through-flow program, a blade- 
to-blade program and a stacking-line program. Illustrated in Fig 2, the through-flow 
program is based on the streamline curvature method. The flow channel is divided 
into computing stations from inlet to outlet including the blade region. The radial 
equilibrium equation is solved on each station to refine the streamline path. The radial 
pressure gradient calculated from radial equilibrium is affected by the streamline 
curvature in the meridional plane, centrifuging of the fluid, axial pressure gradient, 
blade force, dissipative body force and perturbation (non-axisymmetric) effects. The 
flow is treated as axisymmetric in the duct areas while in the blade area a passage 
averaging is used to avoid any indeterminacy in defining the S2 surface. At each 
computing station, initial mid-span static pressure is prescribed to calculate the mass 
flow rate through the station. Accordingly, the static pressure is adjusted to achieve 
the desired mass flow. 

The blade-to-blade program uses the stream surface geometry from the through- 
flow analysis to determine the blade section shape. The design is made either in a 
direct or inverse mode. The program satisfies the aero and structural constraints for 
the designed blade section. 

The stacking line program stacks the designed blade sections from hub to tip 
to form the three-dimensional blade geometry. It stacks the sections at any circum- 
ferential position in the annulus as long as it is structurally acceptable. The reason 
for this freedom is that the blade sections are viewed as isolated from each other. 

While relatively easy and fast, the Q3D method has significant limitations. 
The particular approach described by Jennions [Ref. 6] is in viscid and does not 
account for blade lean or sweep. Also secondary flows are not predicted and the flow 
on each blade section does not communicate with the rest of the flow. 

2. Three Dimensional Method 

Fully three dimensional CFD methods have been incorporated into the design 
process recently due to the limitations in the Q3D approach. Whether the method 
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Figure 2. Streamline Curvature Computing Stations and Stream Surface [Ref. 5] 



is based on Navier-Stokes equations or Euler equations with boundary layer correc- 
tions, the new approach starts with a geometry arrived at by stacking blade sections 
designed with Q3D methods. The sections may or may not have been ’optimized’ 
for the assumed axisymmetric flow. Then the designer applies the three dimensional 
solver to the geometry and examines the flow held solution. The blade sections are 
then changed and restacked to give a new 3D geometry. The process is repeated until 
the desired performance, both on and off-design, is achieved. 

Examples of using 3D CFD codes in the design process for transonic compres- 
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sor stages are seen in the work of Denton [Ref. 4] and Sanger [Ref. 7]. In both cases 
a 3D Euler code, incorporating a viscous boundary layer by modelling, was used to 
analyze the flow through a geometry that was the result of stacked blade-element 
sections. In the process of modifying the geometry, changes were made to parameters 
defining individual elements, and the code w r as then reapplied to analyze the new 
blade. The geometry packages were similar in that blade elements were defined by a 
camber line, a distribution of thickness, and leading and trailing edge shapes. The 
elements were then stacked into a blade by defining the stacking line. 

B. SWEEP ATTEMPTS 

In external aerodynamics, swept wings are used very successfully to reduce the 
drag associated with shock waves. Extending the sweep concept to turbomachinery 
is not a simple extension however. Conditions are not uniform along the blade span 
and the internal shock structure is completely different from that found in external 
aerodynamics. 

While the relations between free-stream velocity, wing sections and shock wave 
structure is easily determined in external aerodynamics; the opposite is true in tur- 
bomachinery. Each blade section operates at a different relative flow velocity and 
flow angle. Centripetal force, tip leakage, secondary flows and non-uniform inlet flow 
conditions contribute to the problem’s complexity. What is commonly observed in 
transonic rotors is a contained ’’passage shock”. Based on this observation a loss 
model was developed by Miller et al [Ref. 8], which was later modified by Wenner- 
strom [Ref. 9]. 

The initial model shown in Fig. 3, assumed a normal shock in the passage 
extending from point A to point B. The blade spacing affects the location of point 
B which is determined by a perpendicular to the mean passage camber line going 
through the following blade leading edge point A. The shock loss is found by averaging 
the free-stream Mach number and the Mach number resulting from expanding the flow 
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around the leading edge to point B. A more detailed model was presented in the same 
paper (see Fig. 4) that accounts for the varying losses across the passage due to the 
varying Mach number. The variation in Mach number is calculated by accounting 
for the bow shock and the expansion waves across the channel. The compressor loss 
is computed by adding the losses for small stream tubes along the blade span. 




Figure 3. Passage Shock- Wave Configuration for Estimating Shock-Loss Levels [Ref. 
8 ] 



bow WAVE 




Figure 4. Flow at Inlet of Cascade of Airfoils Operated with Supersonic Relative Inlet 
Mach Number [Ref. 8] 

Calculating the losses with the described model resulted in shock losses higher 
than the total losses obtained from experimental results. The consistent loss over- 
prediction was due to the two-dimensional treatment of the shock [Ref. 9]. The 
second model treated that limitation by considering the shock obliquity in the third 
dimension Fig. 5. The model follows the first model in the calculation of stream Mach 
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number and determining the shock location on the suction surface. The shock surface 
is then constructed and the relative angle between the surface and the free stream is 
calculated on each section. 




Figure 5. Three Dimensional Shock Surface Between Two Blades [Ref. 9] 

1. NASA QF-12 

In an effort to reduce acoustic noise through the reduction of shock wave- 
generated pure tones, NASA sponsored the design of a swept fan stage [Ref. 10] with 
relative inlet Mach number of 1.588. The compound sweep reduced the relative Mach 
number to an effective Mach number of 0.91 at the mean and tip with a hub Mach 
number of .83. The fan did not meet the aerodynamic design goals and the acoustic 
measurements, although below expectations, showed some improvements. 

2. Neubert et al. 

In 1986, two transonic fans were designed [Ref. 10], one was swept back 
and the other was conventional for the purpose of comparison. The swept design was 
designed to be shock free with a pressure ratio of 2.21, tip speed of 1558 ft/s corrected 
flow of 1.5/5/s, relative Mach number of 1.6 and adiabatic efficiency of 88.1%. An 
estimated gain in efficiency of 1.5% was estimated. The loss reduction was due to the 
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elimination of the calculated shock wave loss and the loss due to the shock boundary 
layer interaction. 

The rotor was designed using a 3D Euler solver with a two-dimensional integral 
boundary layer procedure to estimate the viscous effects. The design procedure is 
shown in Figure 6. The numerical solution showed that the Mach number contours 
on the swept suction surface was spaced out, suggesting that the shock disappeared 
over most of the blade span. The tip section had some concentration of Mach number 
contours, but less than the conventional rotor. 




Figure 6. Swept Fan Design Procedure. [Ref. 10] 

The test results for the two rotors showed that the swept rotor had poorer 
performance than the unswept rotor. The pressure ratio was 0.2 lower, the cor- 
rected mass flow was less by 0.9/6/s and the stall margin was reduced substantially 
to (0 — 6)% compared to 13%. There was an improvement of 0.1% in corrected 
polytropic efficiency (corrected to match relative Mach number). The difference in 
performance between the swept and unswept rotors was related to the differences 



11 



found in span-wise loading and mass fraction distribution. Detailed measurements 
showed the existence of a shock surface in the outer half of the swept rotor. 

3. Puterbaugh et al. 

Puterbaugh et al [Ref. 11] designed a swept back rotor derived from a base 
line geometry [Ref. 12]. The swept design was mainly to evaluate the use of the 
3D-shock loss model in the design system, and the overall effect of blade sweep on 
compressor performance. The detailed design (started from the base line geometry) 
involved optimizing the blade sections to obtain a circumferentially-averaged static 
pressure distribution that rose linearly from the leading edge to about 3/4 chord 
and decreased smoothly to give zero slope at the trailing edge. Relative flow angles, 
incidence and deviation angles were used to derive the general airfoil shapes. The 
design parameter (incidence, deviation, loss, work distribution, blockage) selection 
was based on experience and previously-published designs. The total pressure loss 
was obtained from the diffusion factor correlation combined with the 3D-shock loss 
model. Then sweep was added to reduce the shock loss in the rotor. The amount of 
sweep was increased radially as the Mach number increased to obtain a leading edge 
profile optimized for minimum shock loss. The structural design was considered while 
deciding on sweep schedule to ensure structural integrity. 

The rotor design goal was for specific flow rate 214.7 kg / sec/m 2 , pressure ratio 
2.04, efficiency 94.0%, tip speed 457.2m/sec. The test results showed that the flow' 
rate was achieved while the pressure ratio fell short by 0.07, efficiency was lower by 
3% and the stall margin was 11%. The shock model was found to underestimate 
the shock sweep angle at mid span while overestimating the angle at the tip. This 
resulted in lower mid-span work addition. 

4. Wadia et al. 

In an effort to better understand sweep, Wadia et al [Ref. 13] carried out an in- 
vestigation that included three swept rotors. They designed tw r o swept backward and 
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one swept forward. The swept-forward rotor and one of the swept-back rotors were 
swept through tangential lean and required barreling the pitch chord (pitch chord is 
the midspan chord [Ref. 14]). The other swept-back rotor was swept through tan- 
gential lean only. The designs had the same tip speed, inlet-corrected flow, pressure 
ratio and passage area distribution. The chords and solidity were changed due to me- 
chanical constraints. In addition, the maximum thickness and location of maximum 
thickness could not be held fixed and were viewed as a part of the sweep package. The 
forward sweep required added root thickness due to increased blade length, which af- 
fected the blade flexural frequency. The two barreled rotor weights were significantly 
increased. The forward-swept rotor required a change of material to one of superior 
mean stress capability. 

The rotor experimental results were compared to each other and to the base- 
line rotor (the same as in Puterbaugh et al). The barreled, swept-back rotor showed 
the worst stall margin (of only 4% compared with 9% for the baseline) with a nearly 
unchanged (even slightly increased) peak efficiency. The unbarreled swept-back rotor 
stall margin was 7% and showed an increase in the peak efficiency of 0.9%. The 
forward-swept rotor had the highest stall margin at 13.5% with an unchanged ef- 
ficiency. The experiment was supported with CFD analysis which showed that the 
boundary layer accumulated in the tip region for the swept-back rotors. This accumu- 
lation was identified as the main cause of stall margin reduction. The forward-swept 
rotor was found to have relatively high mass flow rate all the way down to lower 
speeds. This was interpreted to be due to the unique characteristic of the swept- 
forward blade sections to untwist (open) as as the rotational speed ws reduced. 

C. LIMITATION IN CURRENT DESIGN SYSTEM 

There has been a major effort made in recent years by the turbomachinery 
community to improve compressor design. This is evidenced by the increasing number 
of designs derived using 3D solvers, including a number of swept rotors. Although the 
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effort is significant there have been no reports of designs using Navier-Stokes solvers. 
This may be attributed to the fact that they were not available until recently and 
require large execution times. 

One of the main limitations in current design systems is the method for de- 
scribing the blade geometry. The current methods were quite satisfactory for con- 
ventional Q3D designs, before the advent of capable 3D analytical tools. With the 
introduction of sweep and general blade shapes, designing the blade as independent 
two-dimensional sections and then stacking them can lead to several problems. Due 
to the absence of constraints in stacking the blade sections there can be waviness in 
the final blade surface which is costly to machine. In addition, satisfying geometrical 
conditions of continuity (of contour, slope and curvature) in each two-dimensional ge- 
ometry does not necessarily guarantee that condition in the third dimension. In fact, 
current aerodynamic design blade geometry packages communicate neither well with 
the structural analysis programs nor with the CNC manufacturing machines. The 
aerodynamic shape is only approximated in the manufacturing process. Finally, with 
current geometry packages, the full 3D blade shape optimization problem is unthink- 
able. For a blade to have from 11 to 22 sections along the span and around twenty 
coefficients for each section, the optimizer would have from 220 to 440 parameters to 
perturb. In view of the time it takes the solver to complete one cycle, it is obvious 
that there is no hope for an optimized solution. 

D. WHAT NEEDS TO BE DONE 

The geometry packages currently used to design turbomachinery blading are 
based on the stacking of 2D cascade blade elements. While this representation is 
required in the Q3D design process, it is not required in the 3D analysis process. 
Moreover the continued reliance on this representation is inhibiting the generation of 
designs which are truly optimized on the basis of aero, structural and manufacturing 
considerations. What is therefore required is a geometry representation that 
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1. is fully three dimensional in character, 

2. involves fewer parameters than current representations, 

3. is compatible with structural analysis and CNC machine control programs, 
without additional approximations, 

4. can represent existing geometries to acceptable accuracy, 

5. can be programmed to allow changes to the geometry to be made easily by 
the designer, and those changes to be related to Q3D blade parameters. 

The development of such a package and its application to the introduction of sweep 
into a rotor design, was the goal of the present work. 
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III. 



GEOMETRY REPRESENTATION 



A. CHOICE OF GEOMETRY REPRESENTATION 

Objects can be defined in many different ways. A general curved shape may 
be represented using a great number of small straight lines or with combinations of 
several arcs. Many years ago, parts were shaped by deforming a flexible strip of 
metal by hanging weights at specified points to form a smooth curve. That flexible 
strip was called a spline. Today, with major advances in manufacturing and in the 
accuracy that can be achieved in the machining of a part described with numerical 
data, parametric representation has been adopted for representing spline shapes. 

1. Different Geometrical Representations 

Both parametric and functional (non-par ametric) representation can be used 
to describe curves and surfaces. Usually the parametric representation is more con- 
venient and more flexible. A circle for example can be represented in non-parametric 
form by the single equation 

(x - a) 2 + (y - b ) 2 = r 2 (III.l) 

or in a parametric form, with a variable parameter 0, by the two equations 

x = rcos(0) + a (III. 2a) 

y = rsm(6) + b (III. 2b) 

The parametric representation can be of different forms. Some of the repre- 
sentations available are Hermite, Bezier, and uniform B-splines which are described 
respectively by 



Q(t) = (2f 3 - 3f 2 + 1)P, + (— 2t 3 + 3t 2 )P 4 + 

(t 3 - 2 1 2 + t)Ri + {t 3 - t 2 )R 4 (III. 3) 
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(III.4) 



Q(t) 

Q(t) 



(1 - tfP x + 3f(l - tfP 2 + 3t 2 ( 1 - t)P 3 + t 3 P 4 
(1 ~t)% 3t 3 — 6f 2 + 4 

- J — P '- 3 + 6 '- 2 + 

-3 1 3 + 3t 2 + 3t + l t 3 

2 -n-i + 

6 6 



(III.5) 



Q is a coordinate of a point on the curve. The P’s and P’s are the corresponding 
blending function weights. 

Hermite curves are defined by two end control points and the tangents at the 
end points. Fig. 7 shows the blending functions used to generate Hermite curves (the 
polynomials which are coefficients of Pj, P 4 , P 1? and P 4 in Eq. III. 3) and a Hermite 
curve. 




Figure 7. Hermite Representation 



Bezier curves are defined by four control points, two of which are the end 
points. The other two are not on the curve but with the end points define the 
tangents at the end points. Fig. 8 shows the Bernstein polynomials (which are the 
polynomial coefficients of the P’s in Eq. III.4) and a Bezier curve with its four control 
points. 



18 





Figure 8. Bezier Curve Representation 



The B-spline is a general representation, which does not intersect with any of 
its control points. It defines multiple segments of curves with a uniform parameter. 
Fig. 9 shows the basis functions and a one segment B-spline. 





Figure 9. B-Spline Representation 
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2. Advantages and Disadvantages 

Each of the above-mentioned representations has particular advantages and 
disadvantages. Parametric representation is advantageous to the functional represen- 
tation in the ability to represent shapes easily, define a part of a standard geometry, 
and to represent a complex geometry. All have defined tangents. More complex 
geometries may be represented by higher-order functional representations which are 
hard to control between points, and can wiggle. The polynomial coefficients have no 
direct link to the geometry shape. The curve or surface functional representation has 
to be complemented with the range of definition. The advantage of the functional 
representation is the ease of determining if a given point lies on the curve or not. 

Between the different parametric representations, there are advantages and 
disadvantages although there is a transformation matrix between the corresponding 
forms. Table I shows a comparison between the properties of the different forms. 
Items appearing in the table will be addressed in the following discussion. 

3. Selected Representation 

The representation selected here for blade geometry is the cubic Bezier repre- 
sentation. In addition to the properties that will be presented in the following sections, 
they hold the particular advantage that the control points are the end points (lead- 
ing and trailing edge points) and points that control the slopes at those end points. 
They can be imported into any CAD/CAM program with no approximation as they 
are a special case of NURBS (Non Uniform B-Splines). They are widely used for 
representing curves and surfaces. 

B. BEZIER CURVES 

1. Mathematical Representation 

Bezier curves can be represented in many different forms. The forms are 
equivalent and give the same results. Each variable is defined by its own control 
points and the same blending functions. For curves of dimensions higher than one, 
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Hermite 


Bezier 


Uniform 

B-Spline 


Nonuniform 

B-Spline 


Convex hull defined 
by control points 


N/A 


YES 


YES 


YES 


Interpolates some 
control points 


YES 


YES 


NO 


NO 


Interpolates all 
control points 


YES 


NO 


NO 


NO 


Ease of 
subdivision 


Good 


Best 


Avg 


High 


Continuities inherent 
in representation 


C° G° 


C°G° 


C 2 G 2 


C 2 G 2 


Continuities 
easily achieved 


C l G l 


C l G l 


C 2 G 2 


C 2 G 2 


Number of parameters 
controlling a curve 
segment 


4 


4 


4 


5 



Table I. Comparison of Properties of Different Forms of Parametric Cubic Curves 
[Ref. 15]. 

the control points represent vectors in the corresponding space. All the following 

representations will be given for the cubic form. 
a. Polynomial Form 

This form of the Bezier representation is not commonly written but is 
included here because polynomial representations have been the most widely used in 
generating blade shapes: 

Q(t ) = (— po + 3pi — 3 p 2 + P3)t 3 + (3po — + 3p2)t 2 + (~3po + 3pi)t + po (III. 6 ) 

In the above equation, the constant term, p 0 , is the first control point and the last 
control point, P 3 , is sum of the polynomial coefficients. 
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b. Bernstein Form 

The Bernstein polynomials are recursive polynomials. The higher order 
polynomial is calculated from the next-lower degree polynomial, namely 

B?(t) = (1 - t)BT\t) + (III.7) 



The Bernstein polynomial is given in the binomial form as 

\ 




(III.S) 



The Bezier formula is then . 

i=0 



(III.9) 



c. Matrix Form 

The matrix form of the Bezier representation is 





1-3 3 -1 




’ t° ' 




0 3-63 




t 1 


Q(t) = \jPo Pi P2 Ps) 


0 0 3 -3 




t 2 




0 0 0 1 




t 3 



(III.10) 



The matrix form is useful for computer implementation, especially if matrix multi- 
plication is hard wired. 



2. Cross Plots 

The Bezier curve in the xy plane or the xyz space is composed by cross plotting 
the coordinates in terms of each other for given values of the parameter t. This is 
illustrated in Fig. 10 for the two-dimensional case. 



3. Effect of Moving Control Points 

Bezier curves are sensitive to control point movements. For example, moving 
the third control point of the Bezier curve shown in Fig. 11 by 20% of the tangent 
length in the positive and negative directions changes the shape of the solid curve to 
become the broken curves. Notice the curve is moved in the same direction as the 
control point. 
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Figure 10. Cross Plot 

4. Properties of Bezier Curves 

Bezier curves have properties that make them particularly attractive for design 
and graphics. They are invariant under translation, rotation and scaling but not under 
perspective projection. ’Convex hull’, linear combination and end point interpolation 

are also interesting properties. 

a. Convex Hull 

The ’convex hull’ property of the Bezier curve is that the curve is 
contained inside the polygon of the control points defining the curve, as shown in 

Fig. 12. This is helpful in knowing the extent of the curve without computing it. 

b. Invariance 

The Bernstein polynomials are affine map invariant, which is stated as 
^2j = oBj(t) = 1. This makes the Bezier curves invariant under translation, rotation 
and scaling. That allows applying transformations to the four control points and then 
calculating the transformed curve. The equation 

<?(<) = £ P.BfW + a = £ (p. + a)B“(t) (IIU1) 

J-0 j=0 

shows that translation applied to the control points, or to the curve, is equivalent. 
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0.1 




Figure 11. Control Point Movement Along The Tangent Direction 




Figure 12. Convex Hull Property 



The curves are also invariant under linear combination, since 

Z Mj + = a £ I + /? E c (III. 12) 

j — 0 j = 0 j—0 

c. Location of Maximum Effect 

Examining the Bernstein polynomials, each one is seen to have only 
one maximum. That maximum is at t = ^ [Ref. 16], where i is the number of the 
term in eqn. III. 4 and n is the order. So to change the curve at one third of the 
parameter, the second control point movement would give the maximum effect. 
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5. Differentiation 

The derivative for a Bezier curve can be obtained simply by differentiating any 
of the given forms. It is worth mentioning though that the derivatives have direct 
relationships to the control points. By looking at the polynomial form in Eq. III. 7 
it can be seen that the order of the polynomial for the derivative will be reduced by 
one and that the derivative at zero will be three times the difference between the first 
two control points. This is not only true at the end points. The polynomial for the 
derivative for the whole curve is a Bezier curve of order one degree less than the curve 
itself (second order in our example). The control points for that curve are simply the 
difference between the successive central points of the curve being differentiated, or 

4<?W = »E (mi m (in.13) 

az J= o 

6. Continuity Between Curves 

CAD/CAM application requires more than one curve to be joined together. 
The requirement on connecting two curves may vary from one case to another. An 
application may require curves joining with first derivative being continuous or be 
both first and second-derivative continuous. For first-derivative continuity, the two 
curves have to have equal tangents, or one has to be a multiple of the other. That 
would be satisfied by forcing the three joining control points to be collinear as shown 
in Fig. 13. 

Curvature continuity can be ensured by arranging the control points on each 
side to maintain a common ratio between the segment lengths shown in Fig. 14 

7. Difference Between ChG 

A function with a continuous second derivative would be called C 2 continuous. 
This notion is still valid for parametric representation, with reference to variation in 
the parameter. When cross plotting two parametric curves however, the resulting 
curve might not have the same degree of continuity that was inherent in the original 
curves. In this case we have another type of continuity which is called geometric 
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Common Tangent 



* 




* 

Figure 13. Two Bezier Curves with First-Derivative Continuity 

continuity (e.g. G 2 for geometric curvature continuity). Having one type of continuity 
does not guarantee the other type of continuity. The geometric continuity is less 
constraining and the more important to design applications. 

8. Subdivision 

One of the interesting properties of Bezier curves is subdivision. Given a Bezier 
curve with a set of control points, we can always find two sets or more of control points. 



a3. . • ® 



Figure 14. Condition for Second-Derivative Continuity for Bezier Curves 



a2 b2 
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Each of these would represent the corresponding segment exactly while maintaining 
C 3 continuity. The procedure is relatively easy and straightforward. Consider the 
control polygon defined by the control points starting from the first point to the last 
(PO, PI, P 2, P3) as shown in Fig. 15 and a parameter t s where subdivision is to occur. 
The control points (a, d, /, e, c) can be found using the equations 



pi b P2 

* o x 

o 

. e 




Figure 15. Bezier Curve Subdivision 



t,Pl + (l-t.)PO 


(III. 14) 


t s P2 + (1 - t,)Pl 


(III. 15) 


t s P3 + (1 — t s )P2 


(III. 16) 


t s a + (1 - t s )b 


(III. 17) 


t$b + (1 - t s )c 


(III. IS) 


t s d + (1 - ii)e 


(III. 19) 



We obtain two Bezier curves defined by (PO, a,d, /) and (/, e,c, P 3). 
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C. BEZIER SURFACES 



Bezier surfaces are defined by sixteen control points. The edges by themselves 
are Bezier curves. The surfaces possess the same properties as the curves. An individ- 
ual Bezier surface is called surface patch. Surfaces can be formed by joining surface 
patches together with the required degree of continuity. Usually surface continuity is 
more difficult to satisfy than continuity for curves. 

1 . Mathematical Representation 

The Bezier surface is defined with two parametric variables u,v. The form of 
the Bezier patch is 

n m 

<?(«.») = EEp.>»,*(«)«rw (III.20) 

1=0 j=o 

where N,M .... are Bernstein polynomials. A Bezier surface with its control net is 
shown in Fig. 16 . 




Figure 16 . Bezier Surface with its Control Net 
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2. Effect of Moving Control Points 

The effect of moving one of the inner control points for the surface shown in 
Fig. 16 is illustrated in Fig. 17. Only one coordinate of the control point was changed 
in this example. 




Figure 17. Effect of Surface Control Point Movement 



3. Continuity Between Surfaces 

The conditions for surface continuity are the same as for the curves with the 
extra condition that the four tangents along the connecting edge shown in Fig. 18 
must be such that al/61 = a2/b2 = a3/b3 = a4/b4. 

D. PARAMETERIZATION 

In the previous section we dealt with the problem of calculating a surface 
from a given set of control points. This is not always the case, if we already have the 
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Figure 18. Tangency Condition for Surfaces 



geometry as a set of data points we would like to obtain the set of control points that 
best represents the surface data points. 

The problem is solved by finding the best parametrization for the given curve 
or surface. Hoscheck [Ref. 17] solved the problem by splitting it into two least- 
squares problems. The first is the least-squares problem of finding the control points 
for the surface that best fits the given geometry data points assuming a given param- 
eterization. The second is a nonlinear least-squares problem that solves for the best 
parameterization given the data points and a set of control points. 

The solution procedure described by Hoschek [Ref. 17] is iterative and proceeds 
as follows: 

1. Find an initial parameterization using a suitable method (arc length for ex- 
ample). 

2. Apply least squares to find the approximating control points. 

3. Calculate the error vector D{ at each point (see Fig. 19). 
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4. Find the parameter correction at each point by calculating the dot product 
of the error vector and the tangent vector at the corresponding point. Then 
scale with the ratio of the parameter length to the total arc length. 

5. Repeat until the solution converges. 




Figure 19. Error Vector £>,• for Parametrized Data 
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IV. 



INITIAL GEOMETRY PACKAGE 



Aa a first step, the suitability of the Bezier representation for describing typical 
2D compressor blade section profiles was examined. It was found that Bezier curves 
were suitable and the blade shape was well represented. Second, a complete blade was 
treated as two separate surfaces, pressure and suction surfaces, and the representation 
was again found to be suitable. After representing the pressure and suction surfaces 
with Bezier patches, leading and trailing (Bezier) surfaces were added. This resulted 
in a complete blade represented in a form that was compact (32 control points and 2 
parameter values) and also easy to handle, and easy to import into different programs 
without approximation. Most importantly, the coordinates at any position on the 
blade surfaces could be retrieved with no loss in accuracy (other than that due to 
machine precision), because the shape was analytically described. 

The package was implemented with current compressor design systems in 
mind. The initial package can read an existing geometry specified in meridl2, meridl3 
and general format [Ref. 18]. The package can also read the control points that repre- 
sent the six surfaces or only the ones that represent the pressure and suction surfaces, 
and then add leading and trailing edge surfaces. Also, to facilitate further develop- 
ment and the addition of a graphical user interface, the package was implemented 
using object-oriented programming. 

The blade surfaces are numbered from 1 to 6 as shown in Fig. 20. The control 
points for each surface axe numbered from 0 to 15 as shown in Fig. 21. Where surfaces 
are joined, the surface edge with the lower numbered control points is always on the 
left (when moving clockwise around the blade). For example, surface No. 2 (pressure 
side) control points (3, 7, 11, 15) will match (are the same as) control points (0, 4, 8, 12) 
of surface No. 3. 

The blade geometry is manipulated by moving control points individually or 
in-groups defined in the program. The groups are defined such that one row of control 
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6 




Figure 20. Blade Surface Numbering 



points for the six surfaces can be moved simultaneously. The movements allowed give 
the freedom to shape the geometry with great flexibility. 

The use of the present representation is new to axial turbomachinery and 
by no means is the present work considered to be complete as an exploration of the 
potential of the representation. The present work only demonstrates proof-of-concept. 
The intent was to find a rational approach to design with sweep. In that context, 
basic blade geometry manipulation routines and prescribed parameter variations were 
implemented. Specifically, two blade sweep schedules, blade lean, and individual 
control point manipulations were programmed to be computed relative to a reference 
geometry. 

A. APPROXIMATING BLADE GEOMETRY 

The blade geometry is read in as r, z,9i,0 2 as defined by either meridl3 or 
meridl2. Meridl3 reads in the blade section with being the mean camber line 
tangential coordinate and 9 2 the tangential thickness angle. Meridl2 reads in the 
pressure surface and suction surface tangential coordinates as 9i and 8 2 respectively. 
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Tip 




In either case, the coordinates are transformed to x,y,z coordinates and the surfaces 
are treated as two separate surfaces by the program. The surfaces are assumed to 
start and end at their defined leading and trailing edge tangency points respectively. 
Each surface is fitted by a Bezier surface separately using the method presented by 
Hoschek [Ref. 17]. The fitting routine starts with initial parameterization that uses 
the cubic root of the arc length. The linear least-squares fitting uses QR factorization, 
while the parameter correction uses the method given by Hoschek [Ref. 17]. 

The equation for the initial parameterization is 



dti = 



ds 

E i dsi 



1 

3 



(IV.l) 



where s is the distance along the curve. The parameter interval is then normalized . 
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0.3044 


0.2936 


-0.0379 


-0.0044 


0.0064 


4.1071 


3.5095 


0.3500 


0.4340 


0.3982 


0.3865 


-0.0840 


-0.0482 


-0.0365 


4.5360 


3.6880 


0.4000 


0.5243 


0.4891 


0.4775 


-0.1243 


-0.0891 


-0.0775 


5.3750 


4.0000 


0.5000 


0.6101 


0.5777 


0.5669 


-0.1101 


-0.0777 


-0.0669 


6.5754 


4.4905 


0.6500 


0.6924 


0.6645 


0.6551 


-0.0424 


-0.0145 


-0.0051 


7.3281 


4.9375 


0.7500 


0.7720 


0.7498 


0.7423 


-0.0220 


0.0002 


0.0077 


7.6880 


5.2240 


0.8000 


0.8495 


0.8340 


0.8288 


-0.0495 


-0.0340 


-0.0288 


8.0359 


5.5645 


0.8500 


0.9253 


0.9173 


0.9146 


-0.0753 


-0.0673 


-0.0646 


9.0000 


7.0000 


1.0000 


1.0000 


1.0000 


1.0000 


0.0000 


0 


0 



Table II. Different Parameterization (t = parameter, e = error; subscripts a,s,c are 
arclength, square root and cubic root). 



by calculating 



dt t = 



dt t 

E; dU 



(IV.2) 



Table II shows the accuracy of predicting the initial parameter this way versus using 
the arc length or the square root of the arc length. The first three columns of the table 
were generated by calculating data points from Bezier control points with an unevenly 
spaced parameter t. The next six columns compare the various approximations. 

Since Bezier surface corner points are control points, the values for the corner 
points are substituted into the equations to fix the corners. The number of equations 
is then reduced by four. The problem becomes a classical least-squares problem in 12 
unknowns. 

The nonlinear part is solved by calculating the error vector at each point and 
calculating its inner product with the surface tangent with respect to both u, and 
v parameters [Eq.III.20j. The result is scaled with respect to the corresponding arc 
length and added to the parameter value at each corresponding point. 

Two-dimensional blade sections were tested to determine the suitability of the 
representation. Two test cases are shown in the Fig 22 and Fig. 23. 
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Figure 22. Double Circular Arc Blade Section [Bezier Approximation] 

B. ADDING LEADING AND TRAILING EDGE SUR- 
FACES 

The two Bezier surfaces that represent the blade pressure surface and suction 
surface need to be closed to form the blade geometry. In defining the leading and 
trailing surfaces there are two considerations. First, the connecting edges have to 
maintain the appropriate continuity requirement. Second, a certain amount of flexi- 




Figure 23. Transonic Fan Blade Section [Bezier Approximation] 



37 



bility should be provided so that the leading edge bluntness can be changed. Joining 
the two surfaces by one surface, with even the least amount of continuity, would not 
satisfy these requirements. Two surfaces were judged able to satisfy curvature con- 
tinuity at the pressure and suction sides while having at least tangent continuity at 
the edge connecting the two added surfaces together. 

The leading surfaces are defined by the constraints on the ratio of the tan- 
gents to the blade surfaces, and their common edge. This determines the chord-wise 
extension added by the leading (and trailing) surfaces. Since the requirement is to 
have constant ratio of tangents along the surface edge [Fig. 17], and the arc length 
is larger at the tip than at the hub, the tip extension will be larger than the hub 
extension. The chord length is therefore adjusted by applying subdivision to bring 
the chord length back to the desired length. 

After adding the leading and trailing surfaces the blade is fully defined, with 
the six surfaces numbered as shown in Fig 21 from 1 to 6 (clockwise starting from 
the edge connecting the two trailing edge surfaces). 

C. EXAMPLES OF GEOMETRY MANIPULATION 

The manipulations implemented in the present package are of two types. One 
is a general point manipulation in which each individual control point can be moved in 
any of the three coordinate directions (r, 2 , 9). Second is a programmed manipulation 
in which a defined set of control points is moved in any of the three directions (r, z, 9). 
This second type includes a manipulation in which the blade is swept along the blade 
chord. This is applied either to the top row of control points (sweep_l) or to the top 
two rows (sweep _2). 

1. General (Point) Manipulation 

The general manipulation of the control points allows the designer to move 
the individual control points in any of the three coordinate directions (r, z,9). Each 
point can be moved in one direction at a time. The axial direction ( z ) and radial 
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direction (r) are in the same units as are used for the data read by the program. The 
tangential coordinate is in radians. The following Fig. 24 shows the effect on the blade 
geometry of moving one (surface edge) control point in the tangential direction. 




Figure 24. The Effect of Moving Control Point 11 in the Tangential Direction .05 
Radians 



2. Programmed (Shape) Manipulation 

The programmed (shape) manipulations, as currently implemented, move all 
the control points for the six surfaces that share the same row number, simultaneously. 
The tangential movement of the top row or top two rows give different types of blade 
lean. By moving each row individually, different lean schedules can be obtained. 
Figures 25 and 26 show examples of the effect of tangential perturbations. 
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Figure 25. Blade Lean Created by Moving the Top Row of Control Points (0.05 
Radians in Each Direction). 

Two special manipulations were implemented for sweep. Both sweep the blade 
tip along the chord direction either forward or backward. The first (sweep_l) moves 
only the top row of control points a prescribed percentage of the rotor chord in the 
required direction (see Fig. 27). The second (sweep_2) moves the top two rows of 
control points simultaneously, the same fraction of chord, in the same way as in 
sweep.l (see Fig. 28). Moving one row of control points will affect the whole blade 
span, but with gradually decreasing effect the further the distance from the row being 
moved. 

The chord slide or ’sweep in the chord direction’ implemented in sweep_l 
and sweep.2 is achieved by a composed (z, 6 ) manipulation. The movement of the 
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Figure 26. Blade Lean Created by Moving the Top Two Rows of Control Points (0.05 
Radians in Each Direction). 

tip section is shown in Fig. 29. The axial displacement required is calculated as 
a percentage of the axial chord. That percentage is the parameter passed to the 
function. The tangential displacement is calculated from the rate of change of the 
tangential coordinate along the chord. Sweep_2 preserves the original blade slope at 
the wall, whereas sweep_l does not. 

D. PROGRAM LANGUAGE AND STRUCTURE 

A listing of the initial version of the code is given in [Ref. 19]. The package 
was implemented using C++ object-oriented programming. The program consists of 
six classes. Some of the classes are used as tools by the main classes. The class is 
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Figure 27. Forward and Aft Sweep (10% of Chord) Using Sweep _1. 

considered an entity with defined functions. The user is allowed only access to class 
members through the class interface (class member functions). This facilitates the 
development because once the class is developed it is not affected by the following 
development in the program. The application that uses the class works through the 
interface and is not affected by the internal implementation. For example, one of 
the member functions in the blade class is the ”read_surf’ function that reads the 
pressure and suction surfaces, transforms the data to (x,y,z) coordinates, fits the 
two Bezier surfaces, and then adds the leading and trailing edge surfaces. 

The classes used in the program are named point, vector, matrix, surface, 
bsurface and blade. A brief explanation of each of the classes will follow. 
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Figure 28. Forward and Aft Sweep (10% of Chord Using Sweep_2. 

1. ’point’ 

The point class represents a point in space. The class members are three 
variables of type double (x,y,z). Since a point in space is considered a vector from 
the origin to that point, the point class will have some of the vector operations 
implemented. The functions defined for the class are 

1. scalar multiplication and division; 

2. addition, subtraction, inner product and vector norm; 

3. print, single coordinate retrieval (e.g. value of x only). 
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Figure 29. Sweep with Both Forward and Aft-Sweep of 10% of Chord 

2. ’vector’ 

The vector class represents an array of points of type double. The class was 
constructed to facilitate the matrix vector operations. The class members are the 
vector dimension of type integer and the vector starting address. The functions 
defined for the vector are 

1. vector - constant addition, multiplication, division and subtraction; 

2. vector - vector addition, subtraction, multiplication (cross product); 

3. vector - matrix multiplication; 

4. dimension retrieval, vector norm, vector norm squared, index of maximum 
value, assign value to an element of the vector, element retrieval and range of 
element retrieval. 
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3. ’matrix’ 

Matrix class members are double array of type double, row dimension of type 
integer and column dimension of type integer. The functions defined for the class are 

1. matrix - matrix multiplication, addition, subtraction; 

2. matrix - vector multiplication; 

3. retrieval of element, submatrix, row dimension, column dimension; 

4. QR factorization; 

5. set the value of an element and resize the matrix dimension. 

4. ’surface’ 

Surface class members are a double array of type point, row dimension and 
column dimension. It is equivalent to a three dimensional array of size row x col x 3. 
The functions defined for the class are 

1. retrieval of row dimension, column dimension, element and component of an 
element; 

2. surface - matrix multiplication; 

3. surface - surface subtraction; 

4. set value of surface elements, value of individual element with a point, value 
of an individual element with three values of type double. 

5. ’bsurface’ 

The bsurface class represents the Bezier control points for a surface. The class 
members are surface of dimension 4x4, matrix u for the parameter u, matrix v for 
the parameter v, column dimension and row dimension for the two matrices (both 
have the same dimension). The functions defined for the class are 

1. retrieval of an element, print, surface calculation, one point calculation for 
either an index of the parameters the value of the parameters, resize the pa- 
rameter matrices; 
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2. fit a Bezier surface to given surface, first derivative w.r.t to u or v at each 
point or specific point; 

3. find the parameter u for a given u, z, the parameter v for a given u, x and both 
the parameters u, v for a given x, z: 

4. calculate conical sections on the surface. 

6. ’blade’ 

The blade class represents the blade geometry with its six bsurfaces, number of 
blade sections, number of points on each of the pressure and suction surfaces, number 
of points on trailing edge and number of points on the leading edge. The functions 
defined for the blade are 

1. read surface data in either data points format or control point format; 

2. print output in PL0T3D format, control points or general format in the (r, z, 9) 
coordinates for grid generation; 

3. control point manipulation and subdivision. 
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V. APPLICATION TO THE 
INCORPORATION OF SWEEP 



The geometry package was used to investigate swept geometries. Sweep per- 
turbations were implemented using the package predefined routines. After creating 
a geometry, the blade coordinates were calculated on conical sections for the grid 
generator. The grid generator used was TCGRID supplied to the Naval Postgradu- 
ate School by the NASA Lewis Research Center [Ref. 20]. The generated grid was 
checked before the CFD solver was applied. The viscous code used here was RVC3D 
’’Rotor Viscous Code 3-D”, also supplied by NASA Lewis [Ref. 18]. The code outputs 
the solution in PLOT3D format. However, the solution was examined using FAST, 
’’Flow Analysis Software Toolkit”, also from NASA. The geometry was also imported 
into IDEAS through the IGES file written by the package. A solid blade was created 
and the levels of stress were checked for the purpose of comparing the effect of the 
specific geometry manipulations on the stress levels. 

The geometry perturbations included swept forward and swept backward, with 
different values of sweep using sweep_l and sweep_2. The base geometry used was 
the transonic rotor designed by Sanger [Ref. 7]. 

A. SOFTWARE TOOLS 
1. TCGRID 

The grids were generated using TCGRID (Turbomachinery C-GRID) [Ref. 
20]. The code reads the different formats used by NASA (MERIDL, Crouse-Tweedt, 
or user supplied). The program adds leading- and trailing-edge circles to supplied 
formats except the general format (user supplied). A meridional grid is generated 
between hub and tip, onto which the blade geometry is interpolated. The three- 
dimensional grid is generated from 2-D blade-to-blade grids stacked radially. The 
grid geometry is written to a file in PLOT3D format. 
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2. RVC3D 

RVC3D is a thin-layer Navier-Stokes code with implicit residual smoothing 
[Ref. 20, 18, 21, 22]. The code can be applied as an Euler solver or with either 
Baldwin-Lomax or Cebeci-Smith turbulence models. The equations are formulated 
in cartesian coordinates with rotation then transformed to body-fitted coordinates. 
The viscous terms are neglected streamwise, but retained in the other directions. The 
equations are discretized using a Runge-Kutta scheme. The flow field condition is set 
by specifying the inlet stagnation temperature and pressure, exit hub static pressure 
and the rotational speed. All other parameters will adjust to satisfy the equations 
(inlet axial Mach, exit flow angle etc.). The convergence history is printed out and 
the solution is considered converged when the residuals are reduced three orders of 
magnitude and the exit total pressure and total temperature remain nearly constant. 
The solution is written to a PLOT3D-compatible file. 

3. FAST 

FAST was used to examine the solution by displaying different flow field pa- 
rameters calculated from the ”q” vector [Ref. 21]. The program reads in the grid file 
and the solution file associated with it. The program has various capabilities that 
include the generation of contour plots of a function, isosurfaces, grid handling and 
checking, etc. 

4. IDEAS 

IDEAS MASTER SERIES was used to examine the importability of the ge- 
ometry into a CAD/CAM program and to examine the levels of maximum stress 
with the different geometry configurations. The program can read the geometry in 
different formats, manipulate the geometry, and create solids. The stress analysis is 
carried out within the program using the simulation module in which the mesh is 
generated. The blade was clamped at the root section and only the stresses due to 
rotation were examined. 
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B. REFERENCE AND SWEPT GEOMETRIES 



The selected reference geometry was the Sanger rotor which was designed by 
Nelson Sanger [Ref. 7] for the Naval Postgraduate School Turbopropulsion Laboratory 
(TPL). The Sanger stage was a replacement to the transonic compressor designed by 
Vavra for the TPL research test rig [Ref. 23]. The overall rotor dimensions and 
maximum rpm were dictated by the test rig. The rotor design parameters are shown 
in Table III. 



Rotor Pressure Ratio 


1.61 


Tip Speed 


396.2m/sec 

(1300/t/sec) 


Design Weight Flow 


7.75 kg/sec 
(17.09 Ib-m/sec) 


Tip Inlet Relative Mach Number 


1.28 


Aspect Ratio 


1.2 


Hub/Tip Radius Ratio 


.51 


Number of Blades 


22 


Tip Solidity 


1.3 


Tip Diameter 


27.94 cm 
(11.0 in) 



Table III. Rotor Design Parameters. 

The Sanger rotor was selected as a basis for the implementation of sweep for 
the following reasons: 

1. The rotor was designed using CFD. 

2. The rotor was aggressively designed, with high loading. 

3. The geometry is accessible and the design process is documented. 

4. Test results would be available in the near future for validation purposes. 

5. If a successful swept design was obtained, it would be possible to build and 
test it in the same rig. 
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The Sanger rotor coordinates were read by the geometry package in MERIDL3 
format and fitted with Bezier surfaces. The control points for the Bezier represen- 
tation are given in Table IV. The leading and trailing edge surface definitions are 
different from the original blade due to the use of the Bezier representation. While 
trying to keep the blade chord as close to the original geometry as possible, wdth min- 
imum changes in the blade surfaces (i.e. subdivision), the leading surface at the hub 
was found to be blunter than the original blade. While not intended, this did provide 
an opportunity to examine the effect of leading edge variation on the flow field and 
performance. To isolate the effect of sweep, the fitted geometry (’base 5 geometry) will 
be used as a reference from which to determine the effect of sw'eep, rather than the 
original geometry (Sanger geometry). Figures 30 and 31 show the grids for both the 
Sanger and Base geometries. 

The examination of sweep involved several steps, each yielding insight as the 
geometry package w'as interfaced with the software tools. First, sweep of 5% in 
both forward and backward directions was applied to the geometry using sweep_2. 
The grids for the two swept geometries and the base geometry were generated using 
the same parameters used for generating the Sanger rotor grid. The grid generator 
(TCGRID) was used as supplied without any modification. After examining the 
overall performance computed using RVC3D at near stall conditions, it was seen that 
the base geometry suffered a 0.4% drop in energy-averaged efficiency compared to 
the Sanger geometry. The opposite was expected due to the smoothness conditions 
imposed on the base geometry by the Bezier package. It was found that the handling 
of the leading edge in TCGRID was the reason. An example of the grid at the 
leading edge at mid span is shown in Fig. 32 (The data obtained with this grid 
are referred to as Data Set 1). The use of TCGRID as supplied was clearly not 
suitable because the program recomputes the leading edge points according to a user- 
supplied parameter that controls the spacing of the grid points at the leading edge. 
That spacing is also varied along the blade span linearly relative to the spacing at 
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cp 


surface 1 


surface 2 


surface 3 




X 


y 


Z 


X 


y 


z 


X 


y 


z 


0 


0.1170 


0.0922 


0.2700 


0.1163 


0.0915 


0.2699 


0.0014 


0.0003 


0.2236 


1 


0.1169 


0.0918 


0.2701 


0.0739 


0.0693 


0.2537 


0.0011 


3.7e-5 


0.2235 


2 


0.1166 


0.0917 


0.2700 


0.0315 


0.0338 


0.2398 


0.0008 


-.0003 


0.2233 


3 


0.1163 


0.0915 


0.2699 


0.0014 


0.0003 


0.2236 


0.0002 


0.0002 


0.2230 


4 


0.1073 


0.1261 


0.3139 


0.1075 


0.1240 


0.3128 


0.0055 


0.0057 


0.3801 


5 


0.1079 


0.1248 


0.3129 


0.0809 


0.0737 


0.3054 


0.0053 


0.0055 


0.3815 


6 


0.1077 


0.1244 


0.3129 


0.0214 


0.0300 


0.2455 


0.0051 


0.0052 


0.3828 


7 


0.1075 


0.1240 


0.3128 


0.0055 


0.0057 


0.3801 


0.0043 


0.0046 


0.3689 


8 


0.0891 


0.1477 


0.3888 


0.0898 


0.1453 


0.3831 


0.0155 


0.0067 


0.4038 


9 


0.0901 


0.1461 


0.3834 


0.0694 


0.0963 


0.3591 


0.0152 


0.0061 


0.4035 


10 


0.0900 


0.1457 


0.3832 


0.0463 


0.0668 


0.4362 


0.0148 


0.0055 


0.4032 


11 


0.0898 


0.1453 


0.3831 


0.0155 


0.0067 


0.4038 


0.0144 


0.0058 


0.4062 


12 


0.0886 


0.1593 


0.4274 


0.0885 


0.1583 


0.4278 


0.0157 


0.0114 


0.4555 


13 


0.0889 


0.1591 


0.4275 


0.0641 


0.1063 


0.4468 


0.0155 


0.0110 


0.4555 


14 


0.0887 


0.1587 


0.4276 


0.0369 


0.0574 


0.4544 


0.0152 


0.0105 


0.4555 


15 


0.0885 


0.1583 


0.4278 


0.0157 


0.0114 


0.4555 


0.0149 


0.0106 


0.4555 




surface 4 


surface 5 


surface 6 




X 


y 


z 


X 


y 


z 


X 


y 


z 


0 


0.0002 


0.0002 


0.2230 


0.0001 


0.0016 


0.2229 


0.1162 


0.0923 


0.2695 


1 


-.0003 


0.0008 


0.2226 


0.0269 


0.0413 


0.2371 


0.1166 


0.0924 


0.2697 


2 


-.0001 


0.0012 


0.2228 


0.0551 


0.0786 


0.2398 


0.1171 


0.0925 


0.2700 


3 


0.0001 


0.0016 


0.2229 


0.1162 


0.0923 


0.2695 


0.1170 


0.0922 


0.2700 


4 


0.0043 


0.0046 


0.3689 


0.0038 


0.0046 


0.352 


0.10613 


0.1266 


0.3150 


5 


0.0034 


0.0039 


0.3549 


0.0228 


0.0363 


0.2075 


0.1064 


0.1270 


0.3150 


6 


0.0036 


0.0042 


0.3534 


0.0612 


0.0783 


0.3170 


0.1068 


0.1273 


0.3150 


7 


0.0038 


0.0046 


0.352 


0.1061 


0.1266 


0.3150 


0.1073 


0.1261 


0.3139 


8 


0.0144 


0.0058 


0.4062 


0.0146 


0.0075 


0.4105 


0.0877 


0.1486 


0.3935 


9 


0.0140 


0.0062 


0.4093 


0.0441 


0.0688 


0.4690 


0.0879 


0.1490 


0.3939 


10 


0.0143 


0.006S 


0.4099 


0.0555 


0.0949 


0.345 


0.0882 


0.1494 


0.3942 


11 


0.0146 


0.0075 


0.4105 


0.0877 


0.1486 


0.3935 


0.0891 


0.1477 


0.3888 


12 


0.0149 


0.0106 


0.4555 


0.0152 


0.0120 


0.4555 


0.0879 


0.1592 


0.4274 


13 


0.0146 


0.0107 


0.4555 


0.0435 


0.0787 


0.4544 


0.0881 


0.1594 


0.4274 


14 


0.0149 


0.0114 


0.4555 


0.0676 


0.1373 


0.4358 


0.0882 


0.1596 


0.4273 


15 


0.0152 


0.0120 


0.4555 


0.0879 


0.1592 


0.4274 


0.0886 


0.1593 


0.4274 



Table IV. Bezier Representation of Sanger Rotor [Base Geometry]. 
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Figure 30. Grid for Sanger Blade Row 




Figure 31. Grid for Fitted (Base) Blade Row 
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the hub by another specified parameter. While changing these parameters could 
have improved the leading edge grid spacing at some locations radially, it was an 
undesirable approach due to the shape change that accompanies the gridding process, 
and the lack of control over the other radial stations. Therefore the program was 
changed to compute internally the grid spacing parameter at each station, while 
neglecting the user-supplied parameters. 

The grid then obtained at the mid-span leading edge is shown in Fig. 33, and 
the results obtained with the grid are refered to as Data Set 2. Four cases of sweep 
were examined in addition to the base geometry and the Sanger geometry, all at near 
design conditions. The four cases were swept with 10% tip chord movement along the 
chord direction using sweep_l and sweep_2 in both forward and backward directions. 
Figures 34, 35, 36 and 37 show the grids generated for the swept blade rows. After 
computing the flow field, the base geometry was still showing lower performance. It 
was not clear at first that the effect was again due to the grid, since it appeared that 
the leading edge bluntness was causing an over-expansion and creating a stronger 
shock. Being unable to explain the increase in relative Mach number with reduced 
mass flow rate, the grid at the leading edge was magnified and was found to be 
relatively coarse. This was due to the use of the same number of grid points over 
the leading edge while having a leading edge of longer arc length. The problem was 
overcome by increasing the number of ’leading edge’ points supplied to TCGRID and 
decreasing the number of surface points by the same amount. That caused TCGRID 
to consider a portion of the leading edge as a part of the blade surface, giving better 
leading-edge resolution. The final grid is illustrated for the mid-span section in Fig. 38 
and the data obtained with this grid are referred to as Data Set 3. 

Data Set 3 is discussed in the most detail but Data Set 2 is also reported 
(Appendix C) because there are lessons to be learned from the results, and because 
they show that some of the trends determined for the effects of sweep were not grid 
dependent. 
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Figure 32. Grid for Data Set 1. 




Figure 33. Grid for Date Set 2. 
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Figure 34. Swept Forward +10% Using Sweep.1 




Figure 35. Swept Back -10% Using Sweep_l 
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Figure 36. Swept Forward +10% Using Sweep _2 




Figure 37. Swept Back -10% Using Sweep_2 
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C. RESULTS OF FLOW ANALYSIS 

1. Overall Performance 

The test cases were examined numerically using RVC3D. The overall ’energy- 
averaged’ performance obtained for the different geometries and leading edge grids is 
summarized in Table V. The exit-static to inlet-total pressure ratio and rotational 
speed for Data Sets 2 and 3 were the same as the design point for the Sanger rotor. 
Data Set 1 was obtained with an exit-static pressure to inlet-total pressure ratio that 
is different from cases 2 and 3. All solutions were obtained at 3000 iterations. The 
RMS density residuals were down to the same level. All cases achieved a reduction 
of over three orders of magnitude. The convergence history is shown in Figure 39 for 
Data Set 3. The back-swept rotor was observed to have the highest efficiency in all 
cases, and to pump a higher mass flow rate. The forward-swept rotor had the lowest 
efficiency, and pumped the lowest flow rate. The Sanger geometry performed better 
than the fitted (base) geometry in Data Set 1 and 2, and the effect of backward sweep 
was to recover that performance. For Data Set 3 the opposite was true and the fitted 
geometry performed slightly better than the Sanger geometry. The effect of sweep on 
performance for Data Set 3 may be deduced from an examination of the flow field. 

2. Exit Flow Field (Peripherally- Averaged) 

The radial distribution of circumferentially energy-averaged efficiency is shown 
for Data Set 3 in Fig. 40. The forward-swept geometry is seen to have lower efficiency 
over the blade span than the base geometry, the Sanger geometry and the swept-back 
geometry. The swept-back geometry showed higher efficiency compared to the base 
geometry. The swept-back rotor efficiency was high from hub to 50% span, and near 
the tip. The efficiency for the base geometry was insignificantly lower than the Sanger 
geometry over a large portion of the blade span, but slightly higher over the outer 
20 %. 

Figures 41 - 44 show the radial distributions of exit total pressure to reference 
pressure, exit static pressure to reference pressure, exit total temperature to reference 
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Figure 38. Grid for Data Set 3. 





Figure 39. Convergence History for Data Set 3. 
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Case 


Mass Flow 
kgsec 


Efficiency 


Total Pressure 
Ratio 


Total Temperature 
Ratio 


Data Set 1 




Sanger 


7.381 


.91182 


1.64213 


1.16697 


Base 


7.321 


.90772 


1.64262 


1.16783 


Swept-forward 5% 


7.236 


.90235 


1.64289 


1.16889 


Swept-back 5% 


7.372 


.91166 


1.64201 


1.16697 


Data Set 2 




Sanger 


7.704 


.92211 


1.60087 


1.15605 


Base 


7.669 


.92047 


1.60017 


1.15618 


Swept-Forward 1 


7.601 


.91714 


1.59990 


1.15668 


Swept-Forward 2 


7.593 


.91473 


1.60000 


1.15712 


Swept-Back 1 


7.695 


.92104 


1.59961 


1.15596 


Swept-Back 2 


7.695 


.92247 


1.59911 


1.15560 


Data Set 3 




Sanger 


7.704 


.92211 


1.60087 


1.15605 


Base 


7.695 


.92332 


1.60011 


1.1557 


Swept-forward 


7.619 


.91785 


1.59994 


1.15657 


Swept-back 


7.721 


.9254 


1.59853 


1.15498 



Table V. Overall Performance Results. 

temperature and exit static temperature to reference temperature, respectively. The 
total pressure for the swept-forward rotor at the hub is seen to be higher than the 
swept-back rotor. That difference is reduced gradually to zero at about 25% of span, 
staying small to nearly 80% of span, and then reversing in direction. The static 
pressure is higher for the swept-forward and lower for the swept-back compared to 
the base. The total temperature for the swept-forward rotor is higher at the hub 
than for the swept-back rotor. At the tip there is no significant difference between 
the energy added by the different rotors. 

Figures 45 - 48 show exit Mach number, meridional flow angle cf)(arctan ( ^)), 
total velocity to reference (sonic speed) and swirl angle a(arctan ( ^)) where u is the 
axial velocity. The velocity was nearly identical for the four rotors. There is seen to 
be a slight change in the exit flow angles between the rotors near the tip. 
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Figure 40. Radial Distribution of the Circumferentially Energy-Averaged Efficiency. 




Figure 41. Radial Distribution of the Circumferentially Energy-Averaged Total-to- 
Reference Pressure. 
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Figure 42. Radial Distribution of the Circumferentially Energy-Averaged Static-to- 
Reference Pressure. 




Figure 43. Radial Distribution of the Circumferentially Energy- Averaged Total-to- 
Reference Temperature. 
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Figure 44. Radial Distribution of the Circumferentially Energy-Averaged Static-to- 
Reference Temperature. 




Figure 45. Radial Distribution of the Mach Number. 
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Figure 46. Radial Distribution of the Flow Angle (<f>) in the Meridional Plane. 




Figure 47. Radial Distribution of the Total Velocity to Reference Sonic Velocity. 
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Radius (ft) 




Figure 48. Radial Distribution of the Swirl Angle (a). 
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3. Blade Passage Flow Field 

In the following discussion, only the results from Data Set 3 are included. 
Results from Data Set 2 are given in Appendix C however, and based on the overall 
performance and the peripherally-averaged rotor exit profiles, there was consistency 
observed in the effect of sweeping the base geometry either forward or backward. 

The flow field computed for the Sanger rotor at design point (Data Set 3) is 
shown in Fig. 49 - 54. The Sanger rotor Mach number contour plots show that there 
is a mild shock wave at about M = 1.2 at the tip section. The lower half of the 
blade from hub to 50% span has subsonic flow, except for the small region around the 
leading edge. The boundary layer over the suction surface remains relatively thin in 
the flow direction over most of the blade span. Over the outer 10% of the span the 
boundary layer thickens progressively toward the tip. That boundary layer growth is 
affected by the occurrence of the passage shock which started at 75% of span. Also, 
the blade wake at the trailing edge is thicker toward the tip. 

The flow field for the base geometry is compared with the flow field for the 
Sanger rotor in Fig. 55 - 60 (Data Set 3). The plots are composite, showing the Mach 
number variation across the blade channels for the two blades side-by-side, with the 
base geometry blade above the Sanger blade. The flow field for the base geometry was 
slightly affected by fhe leading edge shape. A slight over-expansion over the leading 
edge occurred due to the leading edge geometry. The boundary layer thickness was 
relatively thinner than the Sanger rotor and the wake width was smaller. 
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Figure 50. Mach Number in the Blade Passage of the Sanger Rotor at 25% Span. 
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Figure 51. Mach Number in the Blade Passage of the Sanger Rotor at 50% Span. 
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Figure 52. Mach Number in the Blade Passage of the Sanger Rotor at 75% Span. 
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Figure 53. Mach Number in the Blade Passage of the Sanger Rotor at 90% Span 
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Figure 54. Mach Number in the Blade Passage of the Sanger Rotor in the Case Wall 
Boundary Layer. 
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Figure 55 Mach Number in the Blade Passage of the Sanger Rotor (Lower Blade) 
and Base Rotor (Upper Blade) at 10% Span. 
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Figure 56. Mach Number in the Blade Passage of the Sanger Rotor (Lower Blade) 
and Base Rotor (Upper Blade) at 25% Span. 



69 



1.840 




1 494 
1.148 
0.803 
0.457 
0.111 




Figure 57. Mach Number in the Blade Passage of the Sanger Rotor (Lower Blade) 
and Base Rotor (Upper Blade) at 50% Span. 
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Figure 58. Mach Number in. the Blade Passage of the Sanger Rotor (Lower Blade) 
and Base Rotor (Upper Blade) at 75% Span. 
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Figure 59, Mach Number in the Blade Passage of the Sanger Rotor (Lower Blade) 
and Base Rotor (Upper Blade) at 90% Span. 
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Figure 60. Mach Number in the Blade Passage of the Sanger Rotor (Lower Blade) 
and Base Rotor (Upper Blade) in the Case Wall Boundary Layer. 




71 



Similar composite contour plots of Mach number are shown for the base geome- 
try and swept-forward rotor in Fig. 61 - 66, and for the base geometry and swept-back 
rotor in Fig. 67 - 72. In general, the shock location appears to move forward with 
respect to the leading edge in the swept-forward rotor, and backward with respect to 
the leading edge in the swept-back rotor. 

Figure 73 shows the suction surface pressure and Fig. 78 shows the velocity 
vectors at the third grid point away from the suction surface for the swept-back blade. 
Corresponding plots are given in Figs. 75 and 74 for the base geometry, and in Figs. 
77 and 76 for the swept-forward blade. Examination shows that the location of the 
shock with respect to the blade leading edge at the tip section is moved very little. 
However, the structure of the shock over the blade surface is clearly changed. The 
forward sweep results in a single, continuous shock wave. The backward sweep results 
in two separate shocks. 

The secondary flow created by the shock structure can be seen in the velocity 
vector plots. The radial motion is seen to be largest in the swept-forward rotor and 
least in the swept-back rotor. 
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Figure 61 Mach Number in the Blade Passage of the Base Rotor (Lower Blade) and 
Swept-Forward Rotor (Upper Blade) at 10% Span. 
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Figure 62. Mach Number in the Blade Passage of the Base Rotor (Lower Blade) and 
Swept-Forward Rotor (Upper Blade) at 25% Span. 
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Figure 63. Mach Number in the Blade Passage of the Base Rotor (Lower Blade) and 
Swept-Forward Rotor (Upper Blade) at 50% Span. 
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Figure 64. Mach Number in the Blade Passage of the Base Rotor (Lower Blade) and 
Swept-Forward Rotor (Upper Blade) at 75% Span. 
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Figure 65. Mach Number in the Blade Passage of the Base Rotor (Lower Blade) and 
Swept-Forward Rotor (Upper Blade) at 90% Span. 
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Figure 66. Mach Number in the Blade Passage of the Base Rotor (Lower Blade) and 
Swept-Forward Rotor (Upper Blade) in the Case Wall Boundary Layer. 
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Figure 67, Mach Number in the Blade Passage of the Base Rotor (Lower Blade) and 
Swept-Back Rotor (Upper Blade) at 10% Span. 
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Figure 68. Mach Number in the Blade Passage of the Base Rotor (Lower Blade) and 
Swept-Back Rotor (Upper Blade) at 25% Span. 
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Figure 69. Mach Number in the Blade Passage of the Base Rotor (Lower Blade) and 
Swept-Back Rotor (Upper Blade) at 50% Span. 



1.840 






Figure 70, Mach Number in the Blade Passage of the Base Rotor (Lower Blade) and 
Swept-Back Rotor (Upper Blade) at 75% Span. 
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Figure 71. Mach Number in the Blade Passage of the Base Rotor (Lower Blade) and 
Swept-Back Rotor (Upper Blade) at 90% Span. 
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Figure 72. Mach Number in the Blade Passage of the Base Rotor (Lower Blade) and 
Swept-Back Rotor (Upper Blade) in the Case Wall Boundary Layer. 
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Figure 73. Pressure on the Suction Surface of the Swept-Back Rotor Blade. 





Figure 74. Velocity Vector Near Suction Surface (3 rd Grid Point) of the Swept-Back 
Rotor Blade. 
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Figure 75. Pressure on the Suction Surface of the Base Rotor Blade 




Figure 76. Velocity Vector Near Suction Surface (3 rc/ Grid Point) of the Base Rotor 
Blade. 
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Figure 77. Pressure on the Suction Surface of the Swept- Forward Rotor Blade. 





1.845 

1.556 

1.267 

0.978 

0.689 

0.400 

0.111 




Figure 78. Velocity Vector Near Suction Surface (3 rd Grid Point) of the Swept- 
Forward Blade. 
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D. RESULTS OF STRESS ANALYSIS 

The stress analysis for the three geometries in Data Set 3 were carried out 
using IDEAS. The geometry surfaces were transformed to a solid for the the creation 
of the finite element model. The stresses were calculated due to centrifugal loads at a 
rotational speed of 30,000 rpm. The design speed is 27,000 rpm. The swept-forward 
rotor showed an increase in the stress levels on the pressure side to 47,400 psi from 
a stress level of 34,400 psi for the base rotor. The swept-backward rotor showed a 
stress level of 41,700 psi on the suction side. The stress level should be increased for 
the base rotor and swept-forward rotor when the aerodynamic loads are added. For 
the swept-back rotor the stress levels will be reduced due to the aerodynamic load. 
The following figures show the calculated stress levels for the three rotors. 
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Figure 79. Stress Levels for the Base Rotor. 
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Figure 80. Stress Levels for the Swept-Backward Rotor. 
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Figure 81. Stress Levels for the Swept-Forward Rotor. 
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VI. DISCUSSION 



The 3D Bezier-surface geometry representation was successfully implemented 
to represent and manipulate an axial compressor blade geometry. The representation, 
since it depends on fewer parameters than traditional blade-element representations, 
limits the design space. However, it limits the space to acceptable geometries by not 
allowing manipulations that would result in radial waviness and to shapes that are 
inherently machinable. The fewer number of points required for blade representation 
simplifies the process of interfacing aerodynamic and structural analyses, and offers 
promise of optimization. 

The application of the geometry representation to an existing geometry (the 
Sanger rotor) resulted in an improvement in performance. Although the improvement 
was small it was viewed in a positive way since one would expect a poorer performance 
with a blunter leading edge. The improvement might be due to several reasons, all 
of which are equally possible. It could be the minor change in shape introduced in 
the fitting process, or it could be the improved blade surface quality enforced by the 
package. 

The swept cases revealed several important results related to sweep. It was 
shown that the swept-back rotor efficiency and mass flow rate were higher than the 
swept-forward rotor. The shock structure was seen to be weaker for the swept-back 
rotor while stronger for the swept-forward rotor. The results obtained were in agree- 
ment with the reported results in the open literature except for the effect of sweep on 
radial flow reported by Wadia et al [Ref. 13]. They reported that, in the back-swept 
rotor, there was significant radial flow in the boundary layer which weakens the flow 
at the tip section. In the present study the opposite was found. One thing to bear in 
mind is that the sweep schedules are very different and there could be effects other 
than sweep in Wadia et al’s design to cause the difference. They also reported that 
the back sweep reduced the stall margin significantly and reasoned that this was due 
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to the boundary layer being centrifuged toward the tip section. In the work reported 
here an examination of stall margin was not conducted; but if the conclusion drawn 
by Wadia concerning the negative effect of centrifuged boundary layer flow is correct, 
we can cautiously expect an improvement in the stall margin using swept-back design 
because a reduction in that effect with backward sweep was observed here. 

In spite of the trouble experienced with the leading edge grid generation it 
was very useful to show that the leading edge could have a dramatic effect on the 
blade row performance and flow structure. Figures 55 - 60 for Data Set 3 can be 
compared with the corresponding composite figures given in Appendix C for Data 
Set 2 to see the strong effect that the grid generation at the leading edge had on 
the predicted flow field. However, it is also interesting to note that the performance 
trends predicted to result from forward or backward sweep were the same for both 
data sets, and therefore are grid independent. 

The difficulty with the grid generation arose because the Bezier representation 
was new, and the leading edge was a larger fraction of the blade chord. It is noted that 
the grid generation that was used was one that was developed for the Q3D design and 
analysis approach. It is possible that a grid generation process could be developed 
that would make use of the analytic properties of the Bezier representation to more 
optimally distribute and orient grid points. 

A final comment concerns the enormous simplicity provided by the Bezier 
representation when going from aerodynamic analysis to stress analysis. The complete 
blade geometry (for the base rotor) is contained in the data in Table IV. (Compare 
this to the MERIDL format in Appendix A). Within IDEAS, the geometry can be 
manipulated and returned (through the geometry package program) to begin a new 
flow analysis cycle. There is a direct and exact interface between the aerodynamic 
and the structural analysis processes, which again points to the need to improve the 
coupling of the geometry package with grid generation for CFD. 
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VII. CONCLUSIONS AND 
RECOMMENDATIONS 

A. CONCLUSIONS 

From the presented study the following was concluded: 

1. A 3D axial blade row geometry package was implemented successfully using a 
3D Bezier surface representation. 

2. The representation is highly flexible and allows manipulation easily and quickly. 

3. When the package is fully-developed, MDDO (Multi-Disciplinary Design Op- 
timization) is thought to be feasible due to the fewer number of control pa- 
rameters, compatability with structural analysis and CAD/CAM programs, 
and the expected increase in computer speeds. 

4. Sweep has a significant effect on aerodynamic performance, and the new geom- 
etry package will enable a more complete study to be conducted. The present 
results are not sufficient to draw general conclusions concerning the relative 
benefit of forward and backward sweep. 

5. Leading-edge gridding has a significant effect on the computed performance 
and flow structure. 

6. The package allows different leading-edge configurations to be examined more 
easily than is possible with current design systems. 

B. RECOMMENDATIONS 

The following recommendations are made: 

1. Calculations are required within the geometry package to derive parameters 
that are traditionally used by designers in current quasi-3D-based design pro- 
cesses. 

2. A 3D grid generator which is fully compatible with the Bezier representation 
is required. 

3. A technique to start a new design using the package should be developed. 

4. A graphical user interface should be developed. 



89 



5. The process of optimization, involving aerodynamic performance, structural 
weight and manufacturing cost, should be examined. 
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APPENDIX A. SANGER ROTOR GEOMETRY 
IN MERIDL3 FORMAT 



MERIDL3 format is read into TCGRID as the number of points defining the 
hub and tip followed by the hub and tip coordinate points. Then the blade surface 
coordinates are read into TCGRID after reading in the number of radial sections 
on the blade, the number of points for each section and the number of blades. The 
sequence in which the points are read is, x coordinate for all data points followed 
by y coordinate then the 2 coordinate. The following is a listing of the Sanger-rotor 
blade definition in MERIDL3 format supplied to TCGRID. 



32 14 



-.833 


-.667 


-.5833 


-.50 


-.3333 


-.25 


-.16666 


-.0833 


. 125 


.133 


.14167 


.15 


. 19166 


.208 


.25 


.3333 



.00083 


.00083 


.00083 


.00083 


. 04467 


.08937 


.13405 


. 17873 


.2904 


.29333 


.295583 


.297667 


.303333 


.304166 


.306083 


.306083 


-.8333 


-.7637 - 


.666666 


-.5 


.0529 


.2167 


.3083 


.5 


.4583 


.4583 


.4583 


.4583 


.4583 


.4583 


.4583 


.4583 



-.4583 


-.425 


- . 40833 


-.3917 


0.0 


.0833 


.1 


.1167 


.1583 


.16666 


.175 


.183 


.41666 


.5 


.667 


.8333 



.001667 


.00625 


.01083 


.01667 


.2234 


.2681 


.277 


.286 


.29933 


.30033 


.30166 


.3025 


.306083 


.306083 


.306083 


.306083 


-.33333 


-.2083 


-.1239 


-.04167 


.66666 


.83333 






.4583 


.4583 


.4583 


.4583 


.4583 


.4583 







11 23 
0.000000 
0.025568 
0.074067 
0.116248 
0.001360 
0.026281 
0.072609 



22 

0.000514 

0.031878 

0.081719 

0.116636 

0.001751 

0.032350 

0.079987 



0.002301 

0.038395 

0.089506 

0.003532 

0.038563 

0.087529 



0.005027 

0.045135 

0.097415 

0.006238 

0.044956 

0.095222 



0.008746 

0.052088 

0.104086 

0.009908 

0.051567 

0.101740 



0.013525 

0.059237 

0.109470 

0.014595 

0.058387 

0.107019 



0.019448 

0.066568 

0.113531 

0.020362 

0.065405 

0.111013 
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0.113692 
0.002013 
0.026682 
0.071798 
0.112029 
0.002617 
0.027000 
0.070780 
0.109902 
0.003875 
0.027672 
0.069314 
0.106450 
0.007383 
0.029584 
0.066995 
0.099942 
0.010925 
0.031430 
0.065366 
0 . 094488 
0.012591 
0.032161 
0.064492 
0.091869 
0.014092 
0.032945 
0.064143 
0.090402 
0.014068 
0.032800 
0.063918 
0.089904 
0. 014718 
0.032972 
0.063508 
0.088863 

0.222890 
0.236541 
0 . 262434 
0.284954 



0.114041 
0.002353 
0.032644 
0.078992 
0.112356 
0.002913 
0 . 032848 
0.077748 
0.110207 
0.004123 
0 . 033327 
0.075885 
0.106724 
0.007577 
0 . 034782 
0.072754 
0.100171 
0.011094 
0.036196 
0.070365 
0.094690 
0.012749 
0.036707 
0.069210 
0.092059 
0.014243 
0 . 037327 
0.068699 
0.090584 
0.014213 
0.037163 
0.068472 
0.090081 
0.014854 
0.037239 
0.067997 
0.089032 

0.223164 

0.239910 

0.266519 

0.285162 



0.004135 

0.038731 

0.086358 

0.004692 

0.038800 

0.084894 

0.005878 

0.039064 

0.082643 

0.009239 

0.040025 

0.078711 

0.012640 

0.040990 

0.075575 

0.014226 

0.041277 

0.074074 

0.015665 
0.041734 
0 . 073344 

0.015624 

0.041553 

0.073071 

0.01622 6 
0.041537 
0.072518 



0.224119 

0.243389 

0.270677 



0.006837 

0.044945 

0.093887 

0.007384 

0.044857 

0.092212 

0.008529 
0 . 044881 
0.089584 

0.011743 

0.045312 

0.084862 

0.014965 

0.045811 

0.081001 

0.016447 

0.045871 

0.079161 

0.017803 

0.046166 

0.078207 

0.017747 

0.045971 

0.077861 

0.018291 

0.045868 

0.077153 



0.225574 

0.246988 

0.274899 



0.010492 

0.051351 

0.100278 

0.011017 
0.051036 
0 . 098434 

0.012096 

0.050778 

0.095503 

0.015099 

0.050643 

0.090132 

0.018075 

0.050659 

0.085687 

0.019417 

0.050490 

0.083566 

0.020663 

0.050623 

0.082428 

0.020588 

0.050417 

0.082024 

0.021057 

0.050230 

0.081192 



0.227560 

0.250699 

0.278461 



0.015144 

0.057968 

0.105463 

0.015627 

0.057417 

0.103490 

0.016608 

0.056765 

0.100323 

0.019322 

0.056018 

0.094442 

0.021980 

0.055534 

0.089541 

0.023145 

0.055133 

0.087197 

0.024255 

0.055105 

0.085913 

0.024157 

0.054890 

0.085465 

0.024535 

0.054624 

0.084538 



0.230111 

0.254516 

0.281335 



0.020848 

0.064787 

0.109392 

0.021259 

0.064001 

0.107325 

0.022099 

0.062939 

0.103986 

0.024430 

0.061437 

0.097727 

0.026692 

0.060436 

0.092492 

0.027641 

0.059800 

0.089983 

0.028587 

0.059611 

0.088589 

0.028465 

0.059390 

0.088111 

0.028737 

0.059050 

0.087114 



0.233273 

0.258430 

0.283503 
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0.251549 
0.262257 
0.282162 
0.299814 
0.267527 
0 . 276842 
0.293877 
0.309068 
0.284586 
0.292532 
0.306799 
0.319549 
0.309498 
0.315614 
0.326317 
0.335861 
0.357485 
0.360641 
0.365960 
0.370644 
0.398682 
0.400090 
0.402419 
0.404419 
0.418757 
0.419585 
0.420955 
0.422114 
0.428363 
0.428980 
0.430002 
0.430861 
0.441651 
0.442033 
0.442667 
0.443197 
0.455686 
0.455812 
0.456023 
0.456198 

0.000000 



0.251717 
0 . 264864 
0.285332 
0.299964 
0.267655 
0.279093 
0.296593 
0.309192 
0.284683 
0 . 294438 
0.309070 
0.319648 
0.309561 
0.317067 
0.328005 
0.335932 
0.357513 
0.361380 
0.366779 
0.370677 
0.398694 
0.400417 
0.402763 
0.404433 
0.418763 
0.419778 
0.421154 
0.422122 
0.428368 
0.429124 
0.430151 
0.430867 
0.441654 
0.442122 
0.442760 
0.443201 
0.455687 
0.455841 
0.456054 
0.456199 

0.003130 



0.252483 
0 . 267534 
0 . 288573 

0.268328 

0.281391 

0.299375 

0.285263 

0.296378 

0.311399 

0.310012 

0.318542 

0.329743 

0.357749 

0.362126 

0.367626 

0.398800 

0.400746 

0.403120 

0.418826 

0.419971 

0.421360 

0.428414 

0.429268 

0.430303 

0.441683 

0.442211 

0.442854 

0.455696 

0.455871 

0.456085 



0.013824 



0.253645 

0.270281 

0.291878 

0.269348 

0.283738 

0.302218 

0.286140 

0.298351 

0.313784 

0.310694 

0.320037 

0.331527 

0.358105 

0.362877 

0.368500 

0.398959 

0.401077 

0.403493 

0.418920 

0.420166 

0.421576 

0.428484 

0.429413 

0.430462 

0.441726 

0.442301 

0.442951 

0.455711 

0.455901 

0.456117 



0.029582 



0.255222 
0.273121 
0 . 294678 

0.270728 

0.286156 

0.304631 

0.287324 

0.300365 

0.315811 

0.311611 

0.321552 

0.333048 

0.358582 

0.363635 

0.369249 

0.399173 

0.401410 

0.403815 

0.419046 

0.420362 

0.421762 

0.428578 

0.429559 

0.430600 

0.441784 

0.442392 

0.443036 

0.455730 

0.455931 

0.456145 



0.050062 



0.257236 

0.276052 

0.296946 

0 . 272485 
0.288655 
0.306589 

0.288826 
0 . 302444 
0.317459 

0.312770 

0.323091 

0.334287 

0.359182 

0.364399 

0.369862 

0.399441 

0.401744 

0.404079 

0.419204 

0.420558 

0.421916 

0.428696 

0.429706 

0.430714 

0.441857 

0.442483 

0.443106 

0.455754 

0.455961 

0.456168 



0 . 074802 



0.259714 

0.279067 

0.298663 

0 . 274639 
0.291230 
0.308072 

0.290661 

0.304590 

0.318709 

0.314181 

0.324678 

0.335228 

0.359909 

0.365170 

0.370329 

0.399764 

0.402081 

0.404282 

0.419394 

0.420756 

0.422034 

0.428837 

0.429853 

0.430802 

0.441945 
0 . 442575 
0.443160 

0.455783 

0.455992 

0.456186 



0.103219 
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0.130240 
0.274350 
0.328478 
0.003128 
0.121816 
0.270953 
0 . 342478 
0.006040 
0.119448 
0.269884 
0.349050 
0.007812 
0.116621 
0.267892 
0.354099 
0.009343 
0.113166 
0.265160 
0.359790 
0.012457 
0.109937 
0.260729 
0.364482 
0.015765 
0.109331 
0.256983 
0.363693 
0.017368 
0.109313 
0.255031 
0.361930 
0.017681 
0.109172 
0 . 254357 
0.361559 
0.020481 
0.110394 
0.253132 
0.358983 
0.022265 
0.111137 
0.252270 



0.155860 
0.288078 
0.328755 
0.005248 
0 . 146442 
0.287196 
0.342908 
0.007780 
0.143479 
0.287186 
0.349537 
0.009253 
0.140101 
0.286148 
0.354630 
0.010493 
0.136014 
0.284567 
0.360368 
0.013335 
0.131892 
0.281254 
0.365102 
0.016553 
0.130593 
0.277785 
0.364329 
0.018125 
0.130251 
0.275683 
0.362568 
0.018424 
0.130021 
0 . 274953 
0.362199 
0.021191 
0.130889 
0.273383 
0.359607 
0.022938 
0.131402 
0.272292 



0.179937 

0.300126 

0.014776 

0.170204 

0.302128 

0.016799 

0.166850 

0.303358 

0.017833 
0.163087 
0 . 303448 

0.018600 

0.158540 

0.303219 

0.020849 

0.153720 

0.301299 

0.023727 

0.151800 

0.298246 

0.025166 

0.151148 

0.296131 

0.025428 

0.150833 

0.295433 

0.028075 

0.151350 

0.293579 

0.029745 

0.151632 

0.292279 



0.202284 

0.310517 

0.028894 

0.192927 

0.315751 

0.030195 

0.189543 

0.318393 

0.030604 

0.185579 

0.319781 

0.030696 
0 . 180744 
0.321104 

0.032095 

0.175419 

0.320851 

0.034476 

0.172950 

0.318337 

0.035718 

0.172006 

0.316262 

0.035926 

0.171610 

0.315629 

0.038395 

0.171776 

0.313542 

0.039948 

0.171829 

0.312138 



0.222896 

0.317930 

0.047394 

0.214376 

0.326106 

0.047807 

0.211273 

0.330054 

0.047445 

0.207502 

0.332650 

0.046703 

0.202624 

0.335414 

0.047041 

0.196989 

0.336758 

0.048786 

0.194043 

0.334786 

0.049774 

0.192823 

0.332787 

0.049911 

0.192351 

0.332229 

0.052140 

0.192168 

0.329959 

0.053539 

0.191991 

0.328482 



0.241772 

0.323057 

0.069991 
0 . 234537 
0.333741 

0.069419 

0.231916 

0.338813 

0.068195 

0.228555 

0.342455 

0.066514 

0.224143 

0.346469 

0.065645 

0.218430 

0.349226 

0.066639 
0.215080 
0 . 347746 

0.067318 

0.213600 

0.345836 

0.067370 

0.213056 

0.345354 

0.069302 
0.212524 
0 . 342944 

0.070507 

0.212119 

0.341417 



0.258919 

0.326440 

0.096331 

0.253398 

0.339090 

0.094760 

0.251457 

0.345050 

0.092652 

0.248690 

0.349523 

0.089999 

0.245014 

0.354528 

0.087855 

0.239739 

0.358424 

0.088013 

0.236060 

0.357349 

0.088335 

0.234336 

0.355522 

0.088289 

0.233725 

0.355104 

0.089865 

0.232846 

0.352593 

0.090839 

0.232212 

0.351034 
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0.357405 



0.358014 



0.012140 
0.046930 
0.045640 
0.003227 
0.008415 
0.038449 
0.043005 
0.002868 
0.006996 
0 . 034788 
0.041758 
0.002722 
0.005881 
0.031279 
0.040876 
0.002612 
0.004812 
0.027160 
0.040114 
0.002528 
0.003883 
0.021901 
0.038515 
0.002559 
0.003711 
0.018781 
0.036581 
0.002729 
0.003711 
0.017523 
0.034707 
0.002844 
0.003764 
0.017194 
0.034068 
0.002934 
0.003647 
0.015971 
0.031601 
0.002905 



0.013271 

0.052625 

0.039421 

0.002754 

0.009086 

0.043927 

0.037468 

0.002444 

0.007507 

0.040080 

0.036547 

0.002323 

0.006264 

0.036310 

0.036021 

0.002229 

0.005074 

0.031787 

0.035758 

0.002158 

0.004038 

0.025897 

0.035235 

0.002193 

0.003821 

0.022355 

0.034767 

0.002349 

0.003803 

0.020946 

0.033940 

0.002453 

0.003847 

0.020602 

0.033707 

0.002534 

0.003714 

0.019214 

0.031609 

0.002513 



0.015723 

0.056725 

0.032344 

0.011001 

0.048565 

0.030935 

0.009179 
0 . 044786 
0.030278 

0.007690 

0.040932 

0.030002 

0.006210 

0.036186 

0.030056 

0.004859 

0.029809 

0.030241 

0.004584 

0.025837 

0.030549 

0.004605 

0.024251 

0.030501 

0.004695 

0.023871 

0.030752 

0.004599 

0.022300 

0.029519 



0.020605 

0.058821 

0.024471 

0.015115 
0.051401 
0 . 023484 

0.012944 

0.048184 

0.023035 

0.011089 

0.044751 

0.022910 

0.009149 

0.040080 

0.023107 

0.007093 
0 . 033485 
0.023646 

0.006259 

0.029117 

0.024341 

0.006016 

0.027322 

0.024674 

0.006003 

0.026880 

0.025080 

0.005710 

0.025098 

0.024393 



0.026613 

0.058171 

0.017334 

0.020300 

0.052210 

0.016620 

0.017738 

0.049451 

0.016306 

0.015470 

0.046737 

0.016238 

0.013000 

0.043052 

0.016429 

0.010122 

0.036674 

0.016996 

0.008616 

0.032043 

0.017731 

0.008040 

0.030037 

0.018166 

0.007894 

0.029512 

0.018572 

0.007335 

0.027502 

0.018209 



0.033270 

0.055174 

0.011261 

0.026140 

0.050709 

0.010724 

0.023178 

0.048574 

0.010494 

0.020478 

0.046556 

0.010429 

0.017449 

0.044156 

0.010538 

0.013734 

0.039040 

0.010959 

0.011596 
0 . 034427 
0.011542 

0.010721 

0.032265 

0.011918 

0.010468 

0.031656 

0.012234 

0.009645 

0.029426 

0.012062 



0.040423 

0.050923 

0.006500 

0.032514 

0.047455 

0.006074 

0.029159 

0.045817 

0.005897 

0.026017 

0.044468 

0.005811 

0.022407 

0.043004 

0.005816 

0.017867 

0.039943 

0.006030 

0.015185 

0.036053 

0.006395 

0.014083 

0.033869 

0.006638 

0.013774 

0.033208 

0.006836 

0.012724 

0.030807 

0.006763 
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0.003567 

0.015057 

0.029632 

0.002905 



0.003619 

0.018207 

0.029767 

0.002519 



0.004576 

0.021177 

0.028414 



0.005519 

0.023823 

0.024014 



0.006910 

0.026041 

0.018085 



0.009001 

0.027763 

0.012047 



0.011916 

0.028960 

0.006772 
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APPENDIX B. GENERATING IGES FILES 



Initial Graphics Exchange Specification (IGES) [Ref. 24] is the standard for 
defining geometric objects to ensure importability and system independence. The 
IGES files that are written according to the standard can be read by CAD programs, 
finite element programs, and CNC machines programs. 

1. IGES FILE STRUCTURE 

IGES files have a fixed 80-column ASCII file format. Columns 1-72 include 
the data while columns 73-80 represent the sequence field that numbers the lines 
contained in each of the different sections. The file consists of five sections to define 
the geometry. Each geometry element is considered as a separate entity that has to 
be assigned a pre-defined entity number. The five sections are start, global, directory 
entry, parameter data and terminate. 

a. Start Section 

Start section may contain text in columns 1-72 and a letter ’S’ in column 73. 
One at least is required even if empty, except for the sequence field. 

b. Global Section 

This section contains information describing the program that generated the 
file, and information needed by the reading program. The records are identified with 
the letter ’G’ in column 73 and sequenced in column 74-80. The parameters in the 
global section include system ID, precision magnitude, precision significance, scale, 
units, time stamp and version, among others. 

c. Directory Section 

Each entity in the file should have one directory record in the directory entity 
section. Each record is 20 fields of fixed length. Each field is eight characters and the 
filed is written on two lines. The records are identified by the letter 'D'. 



97 



d. Parameter Data Section 

This section defines the entities to be drawn according to the definition given 
in the IGES standax J. Each geometric object (line, circle, etc.) is assigned an "entity 
number” which is followed by a list of numbers separated by commas. The definition 
for the geometric entity can take as many lines as necessary to have a complete 
representation. The records are identified by the letter ’P\ 

e. Terminate Section 

Terminate section is the last line in the file and is always one line. It has 10 
fields of fixed length of eight characters. The fields contain the total number of lines 
of each section. The total number of lines in each of the start section, global section, 
directory entry section and parameter data section are written in the first, second, 
third and fourth fields respectively. The record is identified by the letter ’T’. 

2. GEOMETRY IN IGES FORMAT 

The natural B-spline surface entity (128) is used to represent the blade sur- 
faces. Since the Bezier surfaces are a special case of the B-spline surfaces, the blade 
surfaces are fully represented by this entity. The full blade is represented by six 
B-Spline surface (128) entities [Ref. 24], 



98 



APPENDIX C. RESULTS OF FLOW ANALYSIS 
WITH DIFFERENT GRIDS 



The following results are from Data Set 2. 



(a) 





Figure 82. Radial Distribution of the Circumferentially Energy-Averaged Efficiency. 
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(a) 





Total Pressure 



Figure S3. Radial Distribution of the Circumferentially Energy-Averaged Total-to- 
Reference Pressure. 



(a) 





Figure 84. Radial Distribution of the Circumferentially Energy-Averaged Static-to- 
Reference Pressure. 



100 



(a) 




Figure 85. Radial Distribution of the Circumferentially Energy-Averaged Total-to- 
Reference Temperature. 



(a) 





Figure 86. Radial Distribution of the Circumferentially Energy- Averaged Static- to- 
Reference Temperature. 
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Radius (in) Radius (in) Radius (in) Radius (in) 



(a) 




(b) 




Figure 87. Radial Distribution of the Mach Number. 



(a) 




Phi 

(b) 




Figure 88. Radial Distribution of the Flow Angle (<f>) in the Meridional Plane. 
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Radius (in) Radius (in) . Radius (in) Radius (in) 



(a) 




(b) 




Radial Distribution of the Total Velocity to Reference Sonic Velocity. 



(a) 




Alpha 

(b) 




Figure 90. Radial Distribution of the Swirl Angle (a). 
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1.840 




Figure 91. Mach Number in the Blade Passage of the Sanger Rotor (Lower Blade) 
and Base Rotor 



1.840 





Figure 92. Mach Number in the Blade Passage of the Sanger Rotor (Lower Blade) 
and Base Rotor (Upper Blade) at 50% Span. 
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Figure 93. Mach Number in the Blade Passage of the Sanger Rotor (Lower Blade) 
and Base Rotor (Upper Blade) at 75% Span. 
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1.840 





Figure 94. Mach Number in the Blade Passage of the Sanger Rotor (Lower Blade) 
and Base Rotor (Upper Blade) in the Case Wall Boundary Layer. 
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